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CATALOG NO: Ml 435 

LOT NO: UD0026 

CUSTOMER P.O.: VERBAL 

DESCRIPTION 

ASSAY (ANHYDROUS BASIS) 
SPECIFIC ROTATION [a] D 
CHROMATOGRAPHIC PURITY 
WATER 

SIDUE ON IGNITION 
ORGANIC VOLATILE IMPURITIES 
IDENTIFICATION 
EXPIRATION DATE 


CAS NUMBER: 
FORMULA WEIGHT: 
CHEMICAL FORMULA: 


LIMIT 
MIN. MAX. 

98.0 - 102.0 % 

+ 1 9 to +24 

TO PASS TEST 

12 . 0 % 

0.1 % 


59-05-2 
454.44 \ 4 

( -20 H 22 rs, 8°5 


. l ' RESULT 

100.9% 

+ 20 

PASSES TEST 
' 1 V- 9.24 % 

"C. < <0.1% 

. -v PASSES TEST 
PASSES TEST 
01/23/2007 


- TO PASS TEST 

- TO PASS TEST 
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